ARSG  MEETING 
Proposed  Agenda 


LOCATION:  Silverton  Town  Hall, 

1360  Greene  St.,  Silverton,  CO 
WHEN:  6:15-  9:00  PM.  Tuesday.  June  27.  2015 


ANNOUNCEMENTS: 

• Offers  for  Help  with  the  Gold  King  Blowout 

Briefs: 

1 . Progress  on  the  Bullion  King 

2.  EPA  Sampling  above  Howardsville 

3.  Sunnyside  Gold  Sampling  and  Investigations  below  Howardsville 

4.  Work  on  the  Red  & Bonita  Bulkhead 

5.  Arrastra  Gulch 

Topics: 

6.  Blowout  at  Gold  King. 

7.  Upcoming  Water  Quality  Control  Commission  meetings 

8.  Good  Samaritan  Legislation. 


Possible  Agenda  Items  for  Next  Meeting: 
Updates  on  Gold  King 
Red  & Bonita 

Upcoming  WQCC  Hearings  regarding  Animas 
Koehler  Bulkhead  Valve 
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